





2022 年 6 月 1 日 水 塘 存 水 量 


Storage Position of Impounding Reservoirs on 1-Jun-2022 


现时 存 水 量 
水 塘 ( 百 万 立方 米 ) 估 容 量 百 分 比 


Impounding Reservoirs Present Storage 2% Full 
(Million Cubic Metre) 


薄 扶 林 水 塘 0.164 
Pok Fu Lam Reservoir 

香港 仔 下 水 塘 0.486 
Aberdeen Lower Reservoir 

香港 仔 上 水 塘 0.773 
Aberdeen Upper Reservoir 

大 潭 副 水 塘 0.077 
Tai Tam Byewash Reservoir 

大 潭 中 水 塘 0.686 
TaiTam Intermediate Reservoir 


大 潭 篇 水 塘 5.732 94.795p6 
TaiTam Tuk Reservoir 


大 潭 上 水 塘 1.386 93.02%6 
Tai Tam Upper Reservoir 
石壁 水 塘 18.946 77.45%6 
Shek Pik Reservoir 
九龙 副 水 塘 0.334 41.7596 
Kowloon Byewash Reservoir 
九龙 水 塘 1.295 82.07%6 
Kowloon Reservoir 

梨 上 内 水 塘 0.259 69.25%6 
Shek Lei Pui Reservoir 
下 城 门 水 塘 1.170 27.22%% 
Lower Shing Mun Reservoir 
九龙 接收 水 塘 0.092 76.03%6 
Kowloon Reception Reservoir 
城 门 水 塘 10.607 79.88%e 
Shing Mun Reservoir 
大 模 涌 水 塘 17.984 87.779%p 
TaiLam Chung Reservoir 


铬 湾 淡 水 湖 149.915 65.269%p 
Plover Cove Reservoir 


万 宜 水 库 159.931 56.89%e 
High Island Reservoir 
让 369.837 63.119%6 











